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BILL NO. S-82-04- 
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SPECIAL ORDINANCE NO. S- 




AN ORDINANCE approving City Utilities 
Purchase Order No. A-011350 with 
Municipal & Contractor Supply, Inc. 
for one complete low pressure air 
testing trailor for the Water Pollution 
Control Engineering Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That City Utilities Purchase Order No. 
A-011350, dated April 15, 1982, between the City of Fort Wayne, 
by and through the City Utilities Purchasing Agent and the Board 
of Public Works and Municipal & Contractor Supply, Inc., for: 


one complete Low Pressure Air Testing 
Trailor for the Water Pollution Control 
Engineering Department, 


at a cost of $13,396.00, all as more particularly set forth in 
said Purchase Order, which is on file in the Office of the 
Department of Purchasing and is by reference incorporated herein 
and made a part hereof, be and the same is in all things ratified 
confirmed and approved. 

SECTION 2. That this Ordinance shall be effective upon 
passage and approval by 



APPROVED AS TO FORM AND 
LEGALITY APRIL 23, 1982 








Read th^ first 
seconded bv 


by title and referred to the Committee 
Plan Commission for recommendation) and Pubi 


full and on motion by 

and duly^adopter 1 - J - 


read the second time 

(and the City 


due legal notice, at the CounclL-'GhSmSers, City-County Building, Fort Wayne, 
Indiana, on_, the _day of 




_ 


CHARLES W. WE3TERMAN - CITY^CLERK 


Read the third 
seconded by 


le ih full and on motion by_ 


passage. PASSED (LOS?) by the following vote: 


and duly adopted, placed on its 


TOTAL VOTES 

BRADBURY 

BURNS 

EISBART 

GiaQUINTA 

NUCKOLS 
SCHMIDT . 
SCHOMBURG 
STIER 


AYES 

r 


DATE: 





CHARLES W. WES' 

Passed and adopted by the Common Council of the City of Fort Wayne, 

Indiana, as 1Z.QNING-MAP)- (G E NERAL) -(ANNEXATION^-— (SPECIAL) 

.(APPROPRIATION) ORDINANCE (RESOLUTION NO. 

on the _ _day of__ 




19 


75V 




ATTEST: (SEAL) 

- CITY CLERK PRESIDING OFFICER - 


CHARLES W. WESTERMAN 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, 


/c/ 




_day of_ 


& 




/*V 


at the hour of 


_.M.,E.S.T. 


Approved and signed by me this 
19 < ^^ v , at the hour of_ ^ o 'clock 


CHARLES W. WESTERMAN - ”ciTY"S.ERK 

d ay of the. 















































































S-82-04-37 


REPORT OF THE COMMITTEE ON CITY UTILITIES _ 

WE, YOUR COMMITTEE ON Cit y Utilities _ T0 WH0M WAS REFERRED AN 

ORDINANCE a PP rovin U City Utilities Purchase Order No. A-011350 with 
. Municipal & Contracor Supply, Inc. for one complete low pressure 
air testing trailor for the Water Pollution Control Engineering 
Department 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 



CONCURRED FN 

fe MI CHARLES W. WESTERMAN, Cl T 


























CITY UTILITIES AND 


DEPARTMENT OF PURCHASES 

NUMBER ONE EAST MAIN STREET. ROOM 940 
FORT WAYNE. IN 46802 .. - 


A-lTf3To.^ 


7 /g- 


MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS, ETC., TO: 

l~Water Pollution Control Engineering 
Room 700 City-County Building 
•One Main Street 
Lfort Wayne, IN 46802 

Municipal & Contractor Supply, Inc. 

25 Walnut Street 
^Lexington, OH 


n 


date 4/15/82 7/ _ ; 7 7 - 

REQ. NO. J /. ^ / X. 

THE ABOVE INFORMATION MUST APPEAR ON ALL INVOICEa 
BILLS OF LADING. DELIVERY TICKETS. PACKAGES AND 
CORRESPONDENCE 




•Xg; 


■ 


. si:xs;:x 
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INVOICE IN DUPLICATE 




CITY UTILITIES 

APPROPRIATION - - f . 

AND FUNO NUMBER ... ' •• ’ 

— 








;cw: - 

^SUBJECT TO COUNCILMANIC APPROVAL . 

ORDINANCE NUMBER-; • - 3' ' 

DATE: - ; 

mm 



■ - r - 


BDK M, 


CITY CONTROLLER 


_ DIRECTOR OF PURCHASES _ 


ORIGINAL (1) 







































Memorandum 

To AARON GLUCK, PURCHASING APRIL IS. 1982 

From C. DUANE EMBURY, P.E. CHIEF WPC ENGINEER 

SuLiecfc BID EVALUATION FOR LOW PRESSURE AIRTESTING TRAILER 

COPIES TO: 


Pallone 

File 

Chrono 

As you requested, the bid from Municipal and Contractor 
•Supply, Inc. for a Low Pressure Air Testing Trailer has 
been reviewed. 

This department recommends that the bid be accepted and 
that delivery be made as soon as possible. 

Thank you for your assistance in this matter. 

■Hi* 

l 

• 

C. Duane Embury, P.E. , 

Chief Water Pollution Control Engineer 

CDE/TP/ds 

If necessary, I will make myself available to go to Council 
for explanation of the attached bid. 


Received 

PURCHASING DEPT. 
fi5 , flPR 131982 

A ’ 









BID EVALUATION 

ITEM: ONE COMPLETE LOW P RESSURE AIP. TESTING TRAILOR 
BID #: 638_ ___ 


MARCH 4 , 1982 

BIDDER 

Front 

Page 

Non- 

Col. 

5% Bid 
Surety 

PRICE: 

• CUES, INC. 





MUNICIPAL & CONTRACT. 

oc 

OV. 

°.C*n 

io.no /poft.?vi\ 

WHITLEY MFG. CO. 


















































































































- CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INV ITATION 

erj tit fell 


Aaron M. Gluck 


DEPARTMENT OF PURCHASES 


XJLh _ Room 940_, .Number One Main St., Ft. Wayne, Ind.* 46802 

REQUIRED FOR DELIVERY TO: ’ ' 

or Divisinn Water Pollution Control Engineering_ 


Pp-2e_I — 
Ref. No. _ -65f3. 


Data _ 2 -16-82 


Fund 

Appropriation No. __ 


1 Main St.,. Room 700 , Ft. Wayne, IN 46802 


RETURN ORIGINAL TO 
Closing 

Time of Ri A<» Thursday. March 4, 1982 at 10:00 am 


CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 


TJJsat ms errr 13 expct raoif raraa xxasz and Indian* a stats sadds tax t=s erm Indiana tax mcctr-ios 

caarmcArr: jrotaza xa no. paicm shocxd not eici.udx thsss taxes. >:c 7 

TAX EXEMPT (Unless otherwise indicated) 


XsttrUu, S«7?U««* 


1982 GENERAL REQUIREMENTS 


One (1) COMPLETE LOW PRESSURE AIR TESTING TRA1L0R 
We do not manufacture this item. 


AFFIRMATIVE ACTION: ON FILE:_ 


Bid Bond T*qair«i Q 


Wx- 


§x 


j cash, discount if paid within. 


day3 from delivery and acceptance cf goods or completion of serriesa. 


PROPOSAL OR RID 

Delivery of any or all cf the items or completion of services indicated shall be mads within_daj 3 from receipt of order' 

IMPORTANT T-rf * C i « oriw, h U fca?crt»j» -All 

r~ ~~] 

CUES, Inc 


L 


J 


3501 Vineland Rd. 


£lKLLando.a fjl 


.2/25/82 









































— GiT X OP PORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

CoCixlSOM. (C^Kt t» 


Pajs-I— 
| Ref. No. 658 




Aaron M. GIuck 


department op purchases 


Data 2—16-82 


1U _ Roon 940.,.Number One Main St., Ft. Wayne, Ind/ 46802 
REQUIRED FOP. DELIVERY TO: . ~ 

Department 

or Divinin n Water Pollution Control Engineering _ 

Address 1 Main St., Room 700 , Ft. Wayne, IN 46802 _ 

RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
-Rf do Thursday, March 4, 1982 at 10:00 am _ - 

t axssi Tss crrr is ttcdot raoif totzxz. nasz and isdiama statx salts tax the crrr-s endiaka 

C=nnCC3 ETUM3X3.13 .VO. MAAS. ?2XCZ3 SHOULD NOT rs'CLUDS TH2S3 TAXES. S*t ~r-^-^-v„, to 

TAX EXEMPT (Unless otherwise indicated) 


Data wanted 5-4-32 

10:00 an 


| Fund 

| Appropriation No. 


2£at»ri*I*, Z^*!^**- 


1982 GENERAL REQUIREMENTS 


One (1) COMPLETE LOW PRESSURE AIR TESTING TRAIL0R 


AFFIRMATIVE ACTION: ON FILE: 




i*o 

Bid Bond re<r=re<l Q 


- Perfomiica Bond 

a Ko, 15 w rrrrm ild+ ^«r*o L 


-% cash discount if paid within. ~ d ay3 from delivery and acceptance of go oda or completion of services. 

PROPOSAL OP. BID : 7 


■a fe Wl'oJ 


Delivery of any or all of the items or completion of services indicated shall be mads within_days from receipt of order* 

IMPORTANT £» ** * i a tpy-wri d « ccV. hu| 

r " • 


y* f ■' r *« ,« « UUJ 

Ltaf/LR 


Municipal V'C/n tractor Supply^ Inc 




?»r „ 

Jack RL^Vents 3 ** Cc °* C> ^, f X 

fen Sales Mgr 

L 


A&U. 

.. 25 Walnut Street 


J 

CiJ . 

Lexington, Ohio 

2/22/82 

- 
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CITY OF FORT WAYNE* INDIANA 
REQUEST.FOR BIDS 

ONE (1) COMPLETE LOW PRESSURE AIR TESTING TRAILER 


The followins are the Specifications for the purchase 
of one (1) Complete Low Pressure Air Testins Trailer* The 
Trailer must be manufactured for the sole purpose of the 
low pressure air testins of sewer pipe and shall include 
the followinst 

specifications: 

1. CONTROL PANEL - Equipped with controls and causes to 
monitor and resulate all air testins pressures* The suace 
shall have a ranee of from 0 to 10 PSI with a minimum 
division of 0*10 PSI and shall have an accuracy of +/— 0*0T 
PSI. 

2* AIR COMPRESSOR - Rated at minimum of 11 CFM powered by 
a 5 HP easoline ensine mounted on a 20 salIon tank* 

3. HOSE REEL - Equipped with manual rewind* air motor 
assisted supplied with 500 feet of triple hose with 
imbedded aircraft cable for streneth. 

-1. WINCH - Contairiinc 50 0 feet of steel aircraft cable and 
mechanical measure meter which has a manual hand crank. 

5* MANHOLE JACKS - Two manhole Jacks which shall be used 
to cuide the triple hose and cable into the sewer pipe 
beinG tested* 

6. PORTAE:LE AIR TANK - Eouipped with a pressure reeulator* 
gbug e* and 15 foot air hose* 

7. SINGLE HOSE - 22 feet lone with imbedded cable to 
connect air-test pIugs. 

8* TWO — FIFTY FOOT INFLAlION HOSES — to be used to 
provide faster inflation and exhaust of test-air. 

?. TOOL KIT - which contains necessary tools and small 
replacement parts for minor adjustments and repairs* 

10* AIR-TEST PLUGS - to be used to seal sections of sewer 
line that are to be pressurized and tested for a** 10** 

12"* 15"* 18"* 21"* and 2 / l" diameter sewer pipe* 


QUESTIONAIRE 


Please respond to the 
the space provided below i 


Specifications listed above in 


3. 

3 . 


8 . 
9* 
10 . 


See bid letter 
no exception 
no exception 
no exception 
no exception 
no exception 
no exception 
no exception 
no exception 
no exception 


One (1) Complete Low Pressure Air 
Testins Trailer as Specified. 


Ft. Wayne, Indiana 


one (1) year 
Warranty! ....... 


one (1) week 
Delivery! 


Net 10 Days 






































Municipal & Contractor Supply, Inc. 

25 WALNUT STREET 
P.O. BOX 3006 
LEXINGTON, OHIO 44904 


February 19, 1982 


Aaron M. Gluck 

Department of Purchases 

Room 940 

One Main Street 

Ft. Wayne, Indiana 46802 

Dear Sir: 

Thank you for the opportunity to submit a bid on your specifications 
for one (1) complete Low Pressure Air Testing Trailer. We are 
pleased to submit our bid on one (1) Cherne Model Number 253- 
006 Enclosed Air-Loc Trailer complete. 

For your convenience, we have enclosed descriptive literature 
and specifications showing all components of this unit and 
detailed description of each. Please notice how this equipment 
is designed for operator convenience and safety while being 
totally enclosed and locked to prevent pilferage and tampering 
by unauthorized personnel. All components are rugged, durable, 
and have stood the test of time. 

For best results and durability, Cherne utilizes a large face 
0-15 psi air testing gauge with 0.10 psi increments. The large 
dial face makes it much easier for the operator/inspector to 
see while utilizing protection for the range of use on the gauge. 

We exceed your specification in the following areas: 

1. 11.9 CFM compressor. 

2. 40' Air hose and lift line for use with portable tank. 

3. 1000' Of threading line and reel. 

4. Walkie-Talkie communications set. 

5. Leak location charts. 

6. Manhole cover hook. 

Our bid includes two (2) each of all pipe plug sizes requested. 

The equipment we are offering is, in every sense of the word, 
complete and ready to put on the job. 





Page 2 of 2. 


Aaron M. Gluck 
Department of Purchases 
Ft. Wayne, Indiana 46802 


We are offering this equipment for $13,396.00 F.O.B. Ft. Wayne, 
Indiana. Delivery is one (1) week after receipt of order. Terms 
are Net 10 Days. 

Thank you again for the opportunity to bid on this equipment. 

We look forward to your favorable acceptance of our bid. 

Sincerely, 

Municipal & Contractor Supply, Inc. 



Robert S. Hunn 
President 

RSH/kit 

ENCL: 


cc: Clint Sheldon 


TITLE OF ORDINANCE City Utilities Purchase Order A-011350 *>•' &'& 'OH ^37 

DEPARTMENT REQUESTING ORDINANCE_ Board of Public Works _ 

SYNOPSIS OF ORDINANCE Purchase of one complete Low Pressure Air Testing Trailor 
for the Water Pollution Control Engineering Department. Purchase Order Number 
A-011350 has been assigned to Municipal § Contractor Supply, Inc. 

They presented the only bid for this item. 


EFFECT OF PASSAG E Purchase necessary to complete the ongoing constructi on projects 
in this department. 


EFFECT OF NON-PASSAGE projects cannot be completed. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) $13,396.00 


ASSIGNED TO COMMITTEE 





































